


RETAIL PRICE LIST 


DAZOR 
EFFECTIVE OCTOBER 1, 1984 





FLOATING-ARM MODELS 


WT. SUGGESTED 
DESCRIPTION MODEL LBS. RETAIL 
Three tube 6-watt fluorescent incident light magnifier M-208 | errr Tere Te ree ere Tee 130.00 
with 5” diameter 3-diopter lens. Equipped with 3 M-208-PL Oe 6c poe 's 6 6 x onnn hee eo Rey ee 141.50 
conductor cord set. M-208 models have 34” reach, M-209 SO! oi teuldon edie o relay Aiea s sear nah J 130.00 
M-209 has 24” reach. Comes with universal base for M-209-PL TE ws mmek Geet RVR EEREEE UD 141.50 
horizontal or vertical mounting. Models with “PL” M-210A Te nt cresemet ee hte etensnmens 120.00 
designation are wired for and are furnished with M-210A-PL ME wi eta wnnd bew6eu etke sew eo ies 6 131.50 
13-watt compact (PL) fluorescent tube. M-210A M-211H Oe on mixcmecmecd@eimuiemine 194.00 
models have a 24” reach and IV pivot base (instead M-211H-PL SITET CTT CTTC CT Te Te 205.50 
of univ.) for use with 1050 and 3050 floor stands. M-270 ches eis hoa ke de ee 140.00 
M-211H is a 34” reach model and includes a 1050 M-270-PL /s| TTP TTETICTIT CLIC CTT 151.50 
stand. M-270 has a weighted desk base and 
18” reach. 
For optional 5-diopter lens add -5 suffix to model no., Add to price of 
i.e. M-208-5. standard magnifier 
WE = i éééé g% 8 o% bee kOe REE ee ADD 10.00 
Optional polycarbonate plastic shield to cover tubes. eee seg ee ay we eae eee oe wk mw cD SOD a ADD 5.50 
Circline 22-watt fluorescent magnifier lamp with 5” M-1408 BD id awesk kb owed eh ex Me Shows 126.00 
diameter 3-diopter lens equipped with 3 conductor M-1409 WT ceSHR GEE REL WERE SER meee 126.00 
cord set. M-1408 models have 34” reach. M-1409 has M-1410A i TE TOUT Te Te Tee 112.00 
24” reach. Comes with universal base for horizontal M-1450H ee eee ee ee ere 186.00 
or vertical mounting. M-1410A model has 24” reach M-1470 \\ SPT eee eTe Ter Tere ere rete 136.00 
and IV pivot base (instead of univ.) for use with 1050 
and 3050 floor stands. M-1450H includes a 1050 
stand and has 34” reach. M-1470 has a weighted 
- desk base and 18" reach. 
For optional 5-diopter lens add -5 suffix to model no., Add to price of 
i.e. M-1409-5. standard magnifier 
i); — Te TTC CCT. TTT TTT Cr ADD 10.00 
Optional ‘‘Add-A-Lens,”’ use with 3-diopter lens only. M-1400* SCTE Te ee eee 18.00 
Optional polycarbonate plastic shield to cover tubes. 1408-30* | ae eee 7.00 
Floor stand with casters. 1050* EE & ins oes 2 hd ae ee aes 74.00 


Floor stand with round cast base. 3050* a Pee eee rae 52.00 
































794A/3050 





DESCRIPTION 


FLUORESCENT 


Two 15-watt fluorescent. Rugged all metal 
construction. With 3 conductor cord set. Comes with 
unversal base for horizontal or vertical mounting. 
2124/P-2124/2224A/P-2224A have 24” reach. 
2134/P-2134/2234A/ have 34” reach. Model numbers 
ending in -A have IV pivot base (instead of univ.) for 
use with 1050 and 3050 floor stands. Prefix P means 
models have capacitor for high-power factor. 2324 
and P-2324 have weighted desk base and 18” reach. 


Optional prismatic plastic shield for 2 15W 
fluorescent 


Three 15-watt fluorescent. Rugged all metal 
construction with 3 conducter cord set. Comes with 
universal base for vertical or horizontal mounting. 


| 124A3 has 24” reach. 134A3 has 34” reach. 318A3 
~}\, has weighted desk base and 18” reach. 


INCANDESCENT 


All floating arm incandescents are sturdy all metal 
construction. Have 3 conductor cord sets. Universal 
base for horizontal or vertical mounting. Model 
numbers ending in ‘‘A’”’ have IV pivot bases (instead 
of univ.). For use with 1050 and 3050 floor stands. 


60-Watt top mounted double wall reflector. 602 and 
604A have 24” reach. 603 and 605A have 34” reach. 


Concentrating beam surgical exam. light approved 
for 100OW (60W recommended). Special curved 
forearm and pivoting reflector provide almost 
unlimited viewing angles. 795 and 794A have 34” 
reach. 


Air cooled bullet reflector. Approved for 100W (60W 
recommended). 3602 has 24” reach. 3603 has 34” 
reach. 


Concentrating light pattern for 60W bulb. 
Spread light pattern for 60W bulb. 


7950A and 7960A have 24” reach and IV pivot bases 
for use with 1050 and 3050 floor stands, and 
5000-09A universal base. 


MODEL 


2124 
P-2124 
2134 
P-2134 
2224A 
P-2224A 
2234A 
P-2234A 
2324 
P-2324 


570-B* 


124A3 
134A3 
318A3 


602 
603 
604A 
605A 


794A 
795 


3602 
3603 


7950A 


7960A 





WT SUGGESTED 


LBS. RETAIL 
ha a a 88.00 
BIE an alee chicas Peeters 94.00 
WI cs ous% uv cede gunde enon iden caane 88.00 
NIE oo aco cain as botc ened ance ales 94.00 
MO nner cake vd Akin eae oh 82.00 
Boo Sesh ceete sono citlen df caren lies 88.00 
es 8a, ae eg Te 82.00 
i ae 88.00 
BP se « ae 4 bitvsenms'e a eon ux mp ge 106.00 
BO oo ono ec cosine eng trae oerone.. 112.00 
Vo ooo ovo occ cece cece, 11.50 
"re 113.00 
WA oo oo eu a atensebavavnna den tncbh 115.00 
A... ee, 129.00 
Qe eee, 68.00 
WW isos cea actinddmmsameccd 68.00 
© vu ius do wasuuneuacasamecom 60.00 
Os ce stushees gis de ecg anh tad 60.00 
Bo oncnmree sme veecenme'awe ca” 94.00 
Do ccuvuusaucameremsiamicne 99.00 
84.00 
Ho oh: caus ane seeavaimayedes 84.00 
Be oscar uu'ae S seti shome e'ente v vane ne 76.00 
ee en a he Wa ede chet 74.00 











DESCRIPTION 





WT. SUGGESTED 


COMBINATION (FLUORESCENT/INCANDESCENT) 


Combination 22-watt fluorescent and 6(0W 
incandescent model for improved color rendition. 
Sturdy all metal construction. Has 3 conductor cord 
sets. Universal base for horizontal or vertical 
mounting. 2C-2124/2C-2224A have 24” reach. 
2C-2134/2C-2234A have 34” reach. Models ending in 
‘“A’’ have IV pivot (instead of univ.). For use with 1050 
or 3050 floor stands. 2C-2324 has weighted desk 
base and 24” reach. 


HALOGEN 


20-watt halogen in 212” diameter reflector head pro- 
duces sharp concentrating beam. Has 3 conductor 
cord set. Universal base for horizontal or vertical 
mounting. Models ending in ‘‘A’’ have IV pivot for use 
with 1050 and 3050 floor stands. 6124/6224A have 
24” reach. 6134/6234A have 34” reach. 6324 has a 
weighted desk base, and 24” reach. Bulbs are 
furnished. 


Floor stand with casters. 


Floor stand with round cast base. 


Rugged industrial construction for heavy duty use. L- 
shaped mounting bracket for mounting on top or side 
of machine, bench or wall. Supplied with 9 FT. SUTO 
3 conductor cord set. 


Ventilated reflector for 60-watt general use lamp arm 
reach: 1100 31” 1101 20”. 


Side mounted reflector shell which rotates 360 
degrees around 60-watt bulb. Arm reach: 1102 31” 
1103.20" . 


Air-cooled bullet reflector concentrated high level 
light. Can use 100W bulb (60W recommended). Arm 
reach: 1104 31” 1105 20’. 


Circline magnifier lamp with 3-diopter 5” diameter 
lens for high precision work or inspection. 5-diopter 
lens available as option (Model M-1420-5). Arm reach 
20” . Will accept M-1400 Add-A-Lens (use with 
3-diopter lens only). 











MODEL LBS. RETAIL 
2C-2124 TO) soos cd ccro sem gam adem 2 xotine 99.00 
2C-2134 TRE seek & moa Wek Anh, 8 ena way Bon SR eh 99.00 
2C-2224A ji Pereerer ttt? Pet ate te 93.00 
2C-2234A TD oe 5 4 as ey os wen te sw ee te a 93.00 
2C-2324 PF nese ek eer ek oe We OD 118.00 
6124 eh a iva inte eh eee eo eens 114.00 
6134 D ihc Rete Rea weremee wesc ws 114.00 
6224A D cade oom oni nt wee we wee does 106.00 
6234A I ss ss se speties wi lee 'dreirewe Mases: Sees sae’ 106.00 
6324 ji Perit street Tit ite tee 129.00 
1050* BL core st xh Site git a ix in ts eyo cde 74.00 
3050* ee a ee 52.00 
1100 DS rg 5 nee te mes ied be PT 55.00 
1101 ‘are veTCeTe TTT TTT Ter tte Tt 55.00 
1102 | Teer eT Paty Ter tit 61.00 
1103 (@ETCCEL ITE CTILTIL ite ate 61.00 
1104 © geass 255 stom es wes ewes ws 72.00 
1105 D atm cane o onan cme & ook eee a 72.00 
M-1420 0 ee ee eee eee eee 106.00 
M-1420-5 Ss meitaei mer nmeteeraasy as 116.00 
M-1400* |; oe Tee Lee Cee Te eee 18.00 





DESCRIPTION 


FLEXIBLE ARM MODELS 


Twin flexible arm desk model for 2 15W tubes 


Air-cooled 60-watt model on trim circular, weighted 
base. 


Air-cooled 60-watt model with combination 
rigid/flexible arm clamp-on base. 


Bullet reflector model. Will take 100W bulb (GOW 
recommended), with combination rigid/flexible arm. 





Forward thrust reflector that pivots for adjustment of 
direction of light. For 2 15-watt fluorescent tubes. 





ADJUSTA-POISE ARM MODELS 


The adjusta-poise arm has a 45” reach. Commercial 
grade construction. Has 7 ft. 3 conductor cord set. 
Model numbers ending in ‘‘H”’ include 1050 floor 
stand. 














General use incandescent up to 100-watt (60W 
recommended). 


Combination 22-watt fluorescent and 60W 
incandescent model for improved color rendering. 


General use 2 15-watt fluorescent model. 


a 


Optional 5-diopter model is 5003-5. Will accept 
M-1400 Add-A-Lens. (Use with 3-diopter lens only). 


Magnifer lamp uses 22-watt circline fluorescent tube. 
Has 3-diopter 5” diameter lens. For precision seeing. 


MODEL 


1000 


1069 


1075 


3075 


2002 


5000 
5000H 


5001 
5001H 


5002 
5002H 


5003 
5003-5 
5003H 
5003H-5 


WT. SUGGESTED 


LBS. RETAIL 
TOD sax 0.4 ns Ulan 606s 08 eka ge es 70.00 
| PPT EPEPE TITEL alt crTT Tite 53.00 

<POTEPRTECTEF TIL TTTy Tere 56.00 

SD HERR EEMESEWED we Ed RE Re 72.00 

DD, dao 0 sete nt nes Oe ee 73.00 
TE i cami cimeamsneusewhire hl 98.00 
‘Pew rereeve Tere Tet Tee. 174.00 
BE asc wet ees ims cam sa ceedmex 126.00 
ME ee i oes ee Somes bernstaes 200.00 
TY com esvnese med ee timesines 117.00 
SO Stes cp esereceymtdwory eis 191.00 
Te tees oe das ise ewe ews 138.00 
WO sae cbs 2 ee et hs OS ET 148.00 
OO s6igm et BEST Fa ee tem eee es 212.00 
ee ee Sree he eee ee 222.00 








WT. SUGGESTED 





DESCRIPTION MODEL LBS. RETAIL 
WORLD-UTE 
New 13-watt compact fluorescent (PL) tube. Energy saving. Good 2701 < OPT Ee Terr ee 59.20 








color rendering, long life. Compact tube is furnished. 34” reach. 
Clamp-on base. 


Weighted desk base. 2702 | Sowewrrs tte Te 69.60 


New 60W incandescent general use, value, model. 34” reach. 2801 SME T ITEC Tee re 24.50 
Clamp-on base. 


Weighted desk base. 2802 ee re 34.60 








MICROPHONE ARM MODELS 






For popular microphones, weighing 32 lbs.orless, ee 95.00 


\X 
\ 
\ 
\ \ 
\ \ 
\ N 
| 


DRAWING BOARD BASE 


3500 New clamp-on base for tilt top drafting tables. Allows table to tilt to 
any angle without affecting lamp stability. Use with any type lamp 
— = © — using IV pivot bases. S500 jj gees 96:5 WRN eo Bee oom 52.00 











WT. SUGGESTED 





DESCRIPTION MODEL LBS. RETAIL 
For converting universal base incandescent and circline magnifier en ie Hea a Ota a Zoek win 5.00 
lamps to IV pivot base. 
For converting fluorescent, combination, 3 tube magnifiers and Ste" i pester ie TE RE 6.50 
600-010 600-09 halogen to IV pivot base. 

Sliding bracket for use on floor stand tubing for adjusting level of TOIOOe 0 L—“‘ *SS SG eR Pe 34.00 
lamp. 

7940-04 Dual clamp universal base for use with all lV pivot models. | iy ee 12.00 

| NEMA Hospital grade plug wired on 9 ft. of SJTO 3 conductor cord. ADD suffix -M to model 
Can be supplied on most models. A ey: ae ee 18.00 
5000-09A 








TUBES 


(Can be ordered installed in lamps.) 


6-watt fluorescent cool white FETS tr a i Hie Reem ee aie 4.00 
15-watt fluorescent cool white Fislace gj * trip 5 oe anes ee ees 4.00 
15-watt fluorescent warm white FISTS se 59 i mn hg BH Die BE 4.40 
22-watt fluorescent circline cool white eg be oy ll ee er errr eee 10.00 & 
22-watt fluorescent circline warm white FOSISINW"” + + i  w@eeemeameneersees 10.40 
13-watt PL fluorescent Tee i iin ee i a RP 3 11.50 


(Must be purchased in standard bulk packages.) 


NOTE: Bulbs are furnished with halogen and miniature high- 
intensity models. 13W compact fluorescent (PL) tubes are supplied 
with Asymmetria models, 2701/2702. Prices for all other models do 
not include tubes or bulbs. 


eee 


UNDERWRITERS LABORATORIES: 
All standard Dazor models are UL Listed. 


PRICES: 
Prices listed here are suggested only. 
Prices and specifications are subject to change without notice. 


WARRANTY: 
All fixtures priced here, have a limited one year warranty against defective parts and workmanship. Warranty information is packed with each product. 


DAZOR MANUFACTURING CORP. ee) 


4455-99 Duncan Avenue « St. Louis, Missouri 63110 
Telephone: (314) 652-2400 


FORM 731 10/84 





